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The snow water equivalent percent of normal represents the current 
snow water equivalent found at selected SNOTEL sites in or near the basin 
compared to the average value for those sites on this day. Data based on 
the first reading of the day (typically 00:00). 
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Prepared by: 

USDA/NRCS National Water and Climate Center 
Portland, Oregon 
http://www.wcc.nrcs.usda.gov 

























